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A consolidation of the indexes of the six 
issues of FIRE JOURNAL published in 1981 


Each page reference consists of two numbers separated by a colon. The number 


preceding 


the colon 


identifies the issue (1: January; 2: March; 


USING THE INDEX: 3: May; 4: July; 5: September; 6: November). The page number in the issue 


follows the colon. 


EXAMPLE — 4:33 refers to the July issue, page 33. 


Subject Index 


A 


Acip: 
Boils Over, Cause of Fire. 3:28 
Air-HANDLING SysTEM: 
Smoke Spread by. 2:35 
ALABAMA: 
Dwelling Fire, March 1981. 6:17 
Industrial Complex Fire, February 1980. 6:57 
Mobile Home Fire, January 1981. 4:26 
ALARM DELAYED: 
Caller Did Not Give Address. 1:33 
Did Not Know Fire Department Phone Number. 5: 107 
Discoverer Tried to Fight Fire. 4:26 
Employee Fought Fire. 6:57 
Employee Investigated Fire. 6:59 
Employees Fought Fire. 2:29, 30, 35; 4:25; 6:60 
Factor in Fire Deaths. 2:57; 5:106 
Occupant Fought Fire. 5:107 
Resident Fought Fire. 4:26; 5:54 
Windows Blocked. 4:28 
ALBerTA, Sask., CANADA: 
Garage-Warehouse Complex Fire, November 1980. 3:30 
APARTMENT BUILDING Fires: 
Chicago, Ill., Oct. 28, 1980. 5:107 
New Jersey, January 1981. 4:26 
Newton, Iowa, Dec. 5, 1980. 5:107 
Salt Lake City, Utah, Dec. 12, 1980. 5:107 
ARCHITECTS AND Buiipers, For: 
Atriums. 4:6 
Carpets and Floor Coverings in Life Safety Code. 6:10 
Life Safety Code Revisions. 2:11 
Means of Egress. 3:14 
More Occupancy Changes in Life Safety Code. 5:6 
Protection of Vertical Openings. 1:13 
ARCHITECTURE: 
Trends in the 80s. 1:61 
ARUNDEL, ME. 
Dwelling Fire, Feb. 1, 1980. 5:107 
ATTIC: 
Undivided, Fire Spread through 2:29 
Attic, NONFIRESTOPPED: 
Fire Spread through. 1:20 
AUSTRALIA: 
Sprinkler Trade-Offs in. 1:59 
AUSTRALASIA: 
Sprinkler Trade-Offs in. 1:59 
Auto Saves AGENCY Fire: 
Georgia, January 1981. 6:18 
AUTOMOBILE ASSEMBLY PLANT Fire: 
Delaware, August 1980. 2:30 


AUTOMOBILE ASSEMBLY PLANT Fint 

Newark, Del., June 10, 1980. 6:60 
AUTOMOBILE Fire 

Millington, Mich., Sept. 7, 1980. 5:106 


B 


Backprart ExpLosion. 6:18 
BEDDING 

Fire Involving. 2:27, 28; 6:17, 18 
BELLINGHAM, WASH.: 

Manufacturing Plant Fire, April 8, 1981. 6:59 
BiMoNTHLY Fire Recorp. 1:20; 2:27; 3:27; 4:25; 5:17; 6:17 
Boarp AND Care Homes: 

Measuring Evacuation Difficulty in. 5:44 
Boarpinc Home Fires: 

A National Problem? 2:53 

Bradley Beach, N.J., July 26, 1980. 5:75, 106 

Detroit, Mich., Nov. 30, 1980. 5:75 

Editorial. 2:3 

Napersville, Ill., Oct. 4, 1980. 5:75 
Boarpinc Homes 

Evacuating Residents of. 5:44 
Bow inc ALLEy Fires: 

Illinois, July 1980. 2:27 

Maine, December 1980. 4:25 
Braptey Beacn, N.J 

Hotel Fire, July 26, 1980. 2:57; 5:106 
BREEZEWAYS 

Contributed to Fire Spread. 6:18 
Brush Fire 

San Bernardino, Calif., Oct. 21, 1980. 6:45 
BUILDING-UNDER-CONSTRUCTION Fines: 

California, September 1980. 3:31 

Florida, Dec. 4, 1980. 6:61 

New York, N.Y., Nov. 10, 1980. 6:61 

New York State, November 1980. 3:31 

San Diego, Calif., March 29, 1980. 6:61 


Cc 
CALIFORNIA 
Building-under-Construction Fire, March 29, 1980. 6:61 
Building-under-Construction Fire, September 1980. 3:31 
Brush Fire, Oct. 21, 1980. 6:45 
Church Fire, June 1980. 1:20 
Diesel Fuel Fire, April 1980. 1:24 
Dwelling Fire, March 1980. 1:21 
Dwelling Fire, December 1980. 4:25 
Fires Involving Reflective Insulation. 3:84 
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Fire Station Fire, December 1980. 5:23 
Fireworks Explosion, July 30, 1980. 5:108 
High School Fire, Aug. 17, 1979. 1:49 
Hotel Fire, January 1981. 4:27 
Office Building Complex Fire, January 1981. 6:18 
School Fire, June 7, 1980. 6:5 
Train Derailment, Fire, April 1980. 1:24 
Two Hospital Fires, June 1980. 
Warehouse Fire, May 13, 1980. 6:60 
Warehouse Fire, December 1980. 4:28 
Warehouse Fire, Storage, September 1980. 3:30 
JANADA: 
Alberta, Sask., Garage-Warehouse Complex Fire, November 1980. 3:30 
Mississaugu, Ont., Nursing Home Fire, July 14, 1980. 1:30 
Ontario, Hospital Fire, May 1980. 1:20 
Quebec, Store Fire, October 1980. 3:27 
Toronto, Ontario, Hotel Fire, Jan. 17, 1981. 3:46 
Vancouver, B.C., Train Collision, Fire, December 1980. 3:30 
2ANDLE 
Cause of Fatal Fire. 6:18 
2ARPETS: 
In Life Safety Code. 6:10 
On Walls, Factor in Fire Spread. 3:44 
DEILING Fire: 
Concealed Space, Fire Spread through. 
SHEMICAL PLANT Fires 
Flixborough, England, June 1, 1974 
New Jersey, January 1981. 4:28 
Texas City, Tex., October 1969. 1:56 
2HEMICAL REACTION 
Cause of Fire. 6:20 
SHEMICAL STORAGE ROOM 
High School, Fire in. 1:49 
DHICAGO, ILL. 
Apartment Building Fire, Oct. 28, 1980. 5:107 
Church Fire, Feb. 22, 1980. 5:79 
Warehouse Fire, Aug. 26, 1980. 6:60 
2HLORINE: 
Fire Fighters Affected by. 6:19 
SHRISTMAS TREE: 
Ignited by Fireworks. 5:19 
SHURCH Fires: 
California, June 1980. 1:20 
Chicago, Ill., Feb. 22, 1980. 5:7 
dicero, N.Y 
Dwelling Fire, Nov. 9, 1980. 5:109 
JIGARETTE 
Incendiary Fire Started by. 6:19 
OAL: 
Fire Involving. 3:28 
20AL-SEPARATING PLANT Firt 
West Virginia, July 1980 :27 
Lopes (See Also NFPA Codes 
Enforcement of. 4:55 
Retrospective, Record of Appellate Courts on 
JODES AND STANDARDS 
Cost/Benefit Framework for. 1:63 
SODES AND STANDARDS, GENERAL INTEREST ITEMS 
Retroactive Application of. 6:61 
JOLORADO: 
School Fire, October 1980. 5:17 
JOMMERCIAL BUILDING 
Electrical Fire, Connecticut, August 1980. 2:28 
JOMPARTMENTATION: 
Lack of, Factor in Fatal Fire. 2:33 
Limited Fire Spread. 2:38; 6:59 
Smoke Spread in High-Rise Despite. 2:4 
JONCEALED SPACE: 


Fire Spread through. 6:57, 59 
2ONDOMINIUMS-UNDER-CONSTRUCTION Fire 
San Diego, Calif., March 29, 1980. 6:61 
JONNECTICUT 
Commercial Building Fire, August 1980. 2:28 
Dwelling Fire, January 1981. 5:19 
Dwelling Fire, June 1980. 2:27 
Manufacturing Plant Fire, Cigarette Lighters, April 1980. 1:23 
Manufacturing Plant Fire, Cigarette Lighters, May 23, 1980. 6:60 
Manufacturing Plant Fire, Paper, April 1980. 1:23 
Multi-Use Facility Fire, Connecticut, July 1980. 2:29 
Navy Commissary Fire, July 13, 1980. 6:59 
SONVEYOR BELT 
Falls on Trailer, Causes Fire. 3:27 
Fire Spread along. 6:59 
JOOKING Ou 
Overheats, Cause of Fire. 3:27 
2ORRIDORS 
Blocked During Fire by Patients in Wheelchairs 
JORROSION : 
Causes and Prevention of. 3:61 
Sosta Mesa, Cait 
Fires Involving Reflective Insulation. 3:84 
JOUNTRY Cus Fire 
Florida, Jan. 1, 1980. 6:44 
Texas, January 1981. 5:17 
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CovincTon, Va.: 

Manufacturing Plant Fire, March 22, 1980. 
CUMBERLAND, Mb.: 

Residential Firesafety Program for Elderly. 
CuTTING-AND-WELDING OPERATIONS: 

Fire Caused by. 4:25 


D 


DEFINITIONS: 
Heat of Ignition. 6:61 
Ignition Factor. 6:61 
Ignition Scenario. 6:61 
DELAWARE: 
Automobile Assembly Plant Fire, June 10, 1980. 6:60 
Automobile Assembly Plant Fire, August 1980. 2:30 
Manufacturing Plant Fire, March 1980. 3:29 
Derection DELAYED: 
Building Closed, No Automatic Detection. 1:20 
Detection System, Heat, UNSATISFACTORY PERFORMANCE: 
Did Not Activate. 1:23 
Detector, Heat, SATISFACTORY PERFORMANCE. 1:32 
Detector, SMOKE, SATISFACTORY PERFORMANCE. 5:19, 
Derecrors, Heat, UNSATISFACTORY PERFORMANCE: 
Did Not Activate. 1:23 
Derecrors, SMOKE AND Fire: 
Waking Effectiveness of. 4:86 
Derecrors, SMOKE, SATISFACTORY PERFORMANCE. 1:21, 36; 2:62; 3:29; 
4:25, 46, 53 
Derectrors, SMOKE, UNSATISFACTORY PERFORMANCE. 4:28 
Derroit, MIcH.: 
Foster Care Home Fire, Nov. 30, 1980. 5:52, 
DEVELOPMENTALLY DisABLED PERSONS: 
Firesafety of, in Board and Care Homes. 
NBS Firesafety Evaluation System for. 
DisABLeED PERSONS: 
Firesafety of. 5:35 
Discovery DELAYED: 
Door Closed. 2:27 
Door C.osers, SATISFACTORY PERFORMANCE. 1:32 
Door, APARTMENT 
Open, Fire Spread through. 5:107 
Door, Room: 
Open, Fire and Smoke Spread through. 1:30 
Open, Fire Spread through. 3:47 
Doors: 
Modification of Prevents Fire Spread. 4:52 
Doors, Corripor 
Blocked Open by Hose. 1:33 
Doors, Fire: 
Closed Automatically, Reduced Smoke Spread. 
Self-Closing, Prevented Fire Spread. 6:18 
Doors, Room: 
Left Open During Fatal Fire. 2:57; 5:107 
Louvered, Smoke Spread through. 
Open, Fire Spread through. 5:107 
Open, Smoke Spread through. 5:55 
Doors, STAIRWAY: 
Open, Fire Spread through. 2:5 
Open, Smoke Spread up. 2:45 
Dormitory Fire: 
Maryland, July 1980. 1:21 
Michigan, March 1981. 6:17 
Drum: 


Pesticide, Empty, Explodes 
Duct, Exnaust: 
Kitchen, Fire Spread through. 6:45 
Dust CoLLection Systems: 
Bag Filter, Fire and Explosion Control in. 2:73 
Dust ExpLosions: 
Food-Additive Processing Plant. 1:55 
Grain, 1977. 1:55 
DWELLING Fires: 
Alabama, March 1981. 6:17 
Arundel, Me., Feb. 1, 1980. 5:107 
California, March 1980. 1:21 
California, December 1980. 4:25; 5:19 
Cicero, N.Y., Nov. 9, 1980. 5:107 
Connecticut, January 1981, 5:19 
Connecticut, June 1980. 2:27 
Florida, August 1980, 2:28 
Mississippi, November 1980. 5:19 
New York State, August 1980. 2:28 
Oregon, June 1980. 2:27 
Seattle, Wash., March 10, 1980. 5:113 
Tennessee, December 1980. 3:27 
Virginia, January 1981. 4:26 
Virginia, December 1980. 5:19 
DWELLING-UNDER-RENOVATION Fire: 
Minnesota, June 1981. 6:20 
East MuLToONoMAK County, Onre.: 
School Fire, July 30, 1980. 5:68 


E 


East St. Louis, ILt.: 
Railyard Explosion, 1972. 1:56 








EpiroriaLs: 
Boarding Home Fires. 2:3 
Fire Journal Advertising. 6:3 
Planning Without ISO. 4:3 
The NFPA’s Paul C. Lamb Award. 3:3 
Updating the Standards System. 1:5 
Ecress: 
Lack of Second Egress Factor in Fatal Fire. 
ELpervy: 
Cumberland, Md., Firesafety Program for 
ELectricaAL EQuipMENT Fires: 
Heater. 5:107 
Microwave Generator. 6:17 
Night Light Ignites Curtain. 1:20 
ELectRricaL Fires: 
Arc in Fluorescent Light Ignites Lint. 3:29 
Connecticut, August 1980. 2:28 
Defective Wiring. 4:25 
Extension Cord Arced. 5:107 
Hospital, Short Circuit. 1:20 
Hotel, Bradley Beach, N.J. 
Hotel, Las Vegas, Nev. 
Junction Box. 6:57 
Light Bulb Ignited Flammable Vapors. 5:108 
Overloaded Outlet. 3:30 
Radio Relay Station, New York State. 3:28 
Short Circuit. 6:60 
Short Circuit Ignites Cable Insulation. 2:27 
Short Circuit Ignites Flooring. 3:28; 5:17 
Short Circuit Ignites Wood Paneling. 4:26, 28 
Short Circuit in Light Fixture. 6:59 
Static Spark. 1:24 
ELectricaL WIRING: 
Fire Caused by. 6:60 
ELECTRONICS Fire: 
New York State, February 1981. 4:27 
ELEVATOR SHAFTS: 
Fire and Smoke Spread up. 3:46 
Fire Spread up. 4:28 
Smoke Spread up. 2:35; 3:43; 6:57 
EMPLOYEES: 
Actions of Save Lives, Prevent Injuries 
Prompt Action of Contains Fire. 6:20 
ENGLAND: 
Manufacturing Plant Fire, Flixborough, 
ETHER: 
Boils Over, Cause of Fire. 3:28 
EVACUATION: 
Dormitory, Successful. 6:17 
Hospital, Successful. 4:25 
Hotel, Successful. 4:54 
Prevented by Language Barrier. 5:107 
Evanston, ILL.: 
Hotel Fire, March 11, 1981 
Exits: 
Door Locked. 5:107 
Inadequate, Factor in Fatal Fire. 
Only One from Upper Floors.  2:! 
EXPLOSIONs: 
Bulk Plant, Kansas City, Kans., 1959. 1:72 
Chemical Manufacturing Plant, Flixborough, Eng., 1974 
Flammable Vapors. 4:28 
Food-Processing Plant, New Jersey. 1:55 
Gas. 5:19, 106 
Gasoline. 6:18 
Gasoline Vapors. 6:20 
High School, Aug. 17, 1979. 1:49 
Jet Fuel Vapors. 6:26 
Kansas City, Kans., 1959. 1:72 
Lacquer. 5:108 
Lighter Fluid. 6:60 
Losses from in Industry. 1:52 
Nitrous Oxide. 2:28 
Old Movie Film. 2:5 
Power Plant Fire. 6:59 
Propane. 4:25; 5:19 
Propane Gas. 
Sodium. 6:57 
Vapor Cloud, Railyard, 1972. 1:56 
Exposure Fire: 
Building Across Street Ignited, 2:30 
Store. 3: 
Extincuisuers, Carson Dioxipe, UNsuccessruL PerFORMANCE 
Fire Too Far Advanced. 2:29 
EXTINGUISHING SystEM, CARBON Dioxipe: 
Could Not be Used. 5:23 


ExtincuisHinG System, Dry Cuemicat, UNsatisracrory PERFORMANCE 
EXTINGUISHING SysTEM, SATISFACTORY PERFORMANCE: 
Carbon Dioxide. 1:24 


Fitm, Movie: 

Possible Fire Cause. 2:28 
Fire Branps: 

Spread by Wind. 6:61 


Fire Deatus, Unirep States: 
1980, Total of. 5:60 
Fire DepaRTMENT EQuipMENT 
Aerial Ladder Collapses. 6:18 
Fire DepaRTMENT OperaTIONS HAMPERED 
Building Built into Hillside. 4:25 
Chlorine Gas Released. 6:19 
Congested Corridors. 1:33 
Difficult Access to Exposures. 5:22 
Elevators Malfunctioned. 2:38 
Exploding Drums of Chemicals. 6:60 
Fire Involved Chemicals in Basement Storage. 1:49 
Heavy Smoke and Fourth Floor Location. 2:29 
Height of Baled Storage. 1:23 
Hydrant Failure. 4:27 
Inadequate Water Supply 1:24; 3:29, 30; 5:22, 23: 6:18, 19, 60 
Inadequate Water, High Winds, Insufficient Manpower. 5:19 
Inadequate Water Supply, Hot Weather, Winds. 3:31 
Lack of Access to Fire Area. 1:24 
Lack of Access to Fire Building 22 
Lack of Manpower, Lack of Water. 2:30 
Lack of Separation Between Burning Piles of Storage 
No Fire Department Connections to Sprinklers. 5:22 
Notification Delayed. 1:30; 6:45 
Partition Blocked Water Application, Lack of Floor Plans. 2:42 
Poor Access to Fire Area. 1:23 
Snow on Roof. 4:25 
Subfreezing Temperatures 4:26 
Water Main Ruptured. 2:30 
Windows Covered by Plywood. 2:29 
Windows Grated Outside, Covered Inside. 2:29 
Fire FIGHTERS 
Psychological Testing of, Pro and Con 3:126 
Fire Loss, U.S 
1980, Study of. 5:60 
Fire PREVENTION 
E.D.1.T.H. Provides Focal Point for. 3:11 
Fire Protection LEGISLATION 
New York City’s Local Law No. 5 
Fire STATION Fire 
California, December 1980. 5:23 
Fire Tests 
Institutional Mattresses. 6:35 
Fire-Causeé Patrerns IN NEIGHBORHOODS 


Survey of in Toledo, Ohio. 3:52 
FIREBRANDS 
Spread by Wind. 5:19 
Fires, How To Survive 4:62 
FIREWORKS 
Explosion of. 5.108 
Fire Caused by. 5:19 
Fire Involving. 6:17 
FLAMMABLE, ComBuSTIBLE Liguips Fines 
Accelerant. 6:55 
Butane. 6:60 
Diesel Fuel 1:24 
Gasoline 1:21; 5:109; 6:18 
Hospital, Washington, D.C., Jan. 10, 1977 
Hotel, Harrison, N.Y., Dec. 4, 1980 
Kerosine 6:17 
Lacquer. 5:108 
Lacquer Thinner, Vapors Ignited. 6:20 
Paint Thinner 4:27 
Solvents. 2:30 
FLASHOVER 
Dwelling Fire 4: 2€ 
Hotel Fire. 2:35, 60; 3:43; 6:55 
Rope Manufacturing Plant Fire. 2:29 
Fuixporoucu, ENGLAND 
Manufacturing Plant Fire, 1974 
FLoripa 
Building-under-Construction Fire, Nov. 10, 1980. 6:61 
Country Club Fire, Jan. 1, 1980. 6:44 
Dwelling Fire, August 1980. 2:28 
Hospital Fire, February 1981. 5:19 
Ship Fire, October 1980. 5:23 
Foam, Aqueous FitmM-ForRMING 
Satisfactory Performance 4:25 
Foop-PROcESSING PLAN1 
Explosion in. 1:55 
Forest Fine 
Michigan, May 5, 1980. 6:59 
Fort Wortu, Tex 
Country Club Fire, January 1981. 5:17 
Foster Care Home 
Detroit, Mich., Nov. 30, 1980, 5:52 


G 


Ganace-W arnenouse CoMPLex Fint 

Alberta, Canada, November 1980 
Gas 

Natural, Explosion. 5:19, 106 
Gas Fint 

Butane. 1:23 
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Gas Fires AND ExPLosions: 

Natural Gas. 5:19, 106 

Propane. 5:19 
Gas Ling, LP: 

Ruptured, Contributed to Fire Spread. 6:45 
Gas STATION Fire 

New York State, June 1980. 1:21 
Gasouine (See Also Hydrocarbons) 

Underground Leakage of. 2:91 

Vapors Ignited During Tank Filling. 2:30 
GASOLINE Fire 

Auto Sales Agency, Georgia, January 1981. 6:18 
GEORGIA 

Auto Sales Agency Fire, January 1981. 6:18 
Gratin ELevators 

Dust Explosions in, 1977. 1:55 
GREASE: 

Ignition of, Cause of Fire. 6:45 
Groton, CONN 

Navy Commissary Fire, July 13, 1980. 6:59 


H 


HANpICAPPED PERSONS 
Firesafety of. 5:35 
Harrison, N.Y 
Hotel Fire, Dec. 4, 1980. 4:44; 5:79 
Hazarpous MATERIALS 
Responses to Emergencies 4:123 
HeaTER ELectTRIc 
Fire Involving. 4:26 
Heater, Gas-Firep 
Fire Involving. 6:18, 19 
HEATER, IMMERSION 
Fire Started by 3:28 
HEATING-AND-COOKING EQUIPMENT 
Portable Kerosine Heater Problems. 4:78 
Portable Kerosine Heater Controversy. 6:78 
HEATING-AND-COOKING EQUIPMENT Fires: 
Electric Heater, Fire Caused by 4:26 
Heater Pipe Too Close to Combustibles. 5:23 
Portable Electric Heater Ignites Bedding. 5:107 
Wood Stove Improperly Vented. 4:26; 5:22 
HELICOPTERS 
Used for Rescue from Building. 2:35; 3:43 
Hicu-Rise Orrice Buitpinc Fire 
New York, N.Y., June 23, 1980. 2:38; 6:59 
Hospita. Fires 
California, June 1980. 2:27 
California, Mobile Cat Scanner, June 198( 
Florida, February 1981. 5:19 
Michigan, February 1981. 6:17 
New Jersey, November 1980. 4:25 
New York State, July 1980. 1:20 
Ontario, Canada, May 1980. 1:20 
Washington, D.C., Jan. 10, 1977. 1:36 
Hore Fires 
A Brief Look at the Hotel Fire Record. 3:38 
Bradley Beach, N.J., July 26, 1980. 2:57; 5:106 
California, January 1981. 4:27 
Evanston, Ill., March 11, 1981 4:52 
Harrison, N.Y., Dec. 4, 1980. 4:44; 5:79 
Inn on the Park, Toronto, Ont., Canada, Jan. 17, 1981. 3:46 
Las Vegas Hilton, Las Vegas, Nev., Feb. 10, 1981 3:44 


MGM Grand Hotel, Las Vegas, Nev., Nov. 21, 1980. 2:33; 3:42; 5:106: 


Michigan, October 1980. 4:26 
Hore Fires, Farat 

Ignition Scenarios for 3:39 
HouseHoLp SMOKE AND Fire Derecrors 

Waking Effectiveness of. 4:86 
HouseHoLp SMOKE Detectors 

Acoustic Spectral Characteristics of 3:94 
HuMAN BEHAVIOR IN Fires 

Effect of Attitudes and Experience on. 4:118 
HunTsviLLe, ALA 

Industrial Complex Fire, Feb. 19, 1980. 6:57 
HVAC System 

Fire Spread by. 6:55 
HyprocarBons, UNDERGROUND LEAKAGE OF, 2:91 


ILLINOIS 
Apartment Building Fire, Oct. 28, 1980. 5:107 
Boarding Home Fire, Oct. 4, 1980. 5:75 
Bowling Alley Fire, July 1980, 2:27 
Church Fire, Feb. 22, 1980, 5:79 
Firesafety Taught to Refugees. 1;27 
Hotel Fire, March 11, 1981 4:52 
Lumber Yard Fire, August 1980. 2:30 
Power Plant Fire, Oct. 14, 1980. 6:59 
Railyard Fire, E. St. Louis, 1972. 1:56 
School Fire, Jan. 1, 1980. 6:45 


Warehouse Fire, Aug. 20, 1980. 6:60 
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INcenpiary (Suspicious) Fires: 
Apartment Building, Chicago, Ill., Dec. 28, 1980. 5:107 
Auto Sales Agency, Georgia, January 1981. 6:18 
Bowling Alley, Illinois, July 1980. 2:27 
Building-under-Construction, California, September 1980. 3:31 
Building-under-Construction, N.Y., N.Y., Dec. 4, 1980. 6:61 
Building-under-Construction, N.Y. State, November 1980. 3:31 
Country Club, Florida, Jan. 1, 1980. 6:45 
Church, California, June 1980. 1:20 
Dormitory, Maryland, July 1980. 1:21 
Dwelling, California, March 1980. 1:21 
Forest, Groton, Conn., July 13, 1980. 6:5¢ 
Hospital, Washington, D.C., Jan. 10, 1977. 
fotel, Evanston, Ill., March 11, 1981. 4: 
Hotel, Harrison, N.Y., Dec. 4, 1980. 4:44; 5:79 
Hotel, Las Vegas, Nev., Feb. 10, 1981. 3:44 
Hotel, Michigan, October 1980. 4:26 
Lumber Yard, Illinois, August 1980. 2:30 
Manufacturing Plant, North Carolina, February 1981. 5:22 
Manufacturing Plant, Pennsylvania, January 1981. 6:19 
Manufacturing Plant, Tennessee, September 1980. 3:29 
Multi-Use Facility, Connecticut, July 1980. 2:29 
Office Bldg. Complex, California, January 1981. 6:18 
School, California, June 7, 1980. 6:55 
School, Colorado, October, 1980. 5:17 
School, East Multonomak County, Ore., July 30, 1980. 5:68 
School, Illinois, Jan. 1, 1980. 6:45 
School, Oregon, July 1980. 1:20 
Shopping Mall, Michigan, December 1980 
Tenement, New Jersey, January 1981. 4:26 
Warehouse, California, September 1980. 3:30 
Warehouse, Massachusetts, June 1980. 1:24 
Warehouse, Texas, February 1981. 6:20 
Water Treatment Plant, Pennsylvania, February 1981. 6:18 
INDUSTRIAL COMPLEX Fire: 
Huntsville, Ala., Feb. 19, 1980. 6:57 
INSULATION: 
Fire Involving. 4:27 
INSULATION, FIBERGLASS: 
Fire Spread by. 6:59 
INSULATION, REFLECTIVE: 
California Fires Involving. 3:84 
INTERIOR FINISH: 
Carpets, Floor Coverings in Life Safety Code. 6:10 
Combustible, Factor in Fire Spread. 3:44, 47 
Combustible, Fire Spread by. 2:33; 3:+ :106 
lowa 
Apartment Building Fire, Dec. 5, 1980. 5:107 
ISO Grapinc SCHEDULE 
Replacement of. 4:73 


K 
KANSAS 
Manufacturing Plant Fire, September 1980 
Kenner, La.: 


New NFPA Education Section. 5:11 
Train-Truck Collision, Fire, Nov. 25, 1980 


L 


LaBoraTory Fire: 
Electronics, New York State, February 1981 
Kansas, November 1980. 3:28 
Larce-Loss Fires, U.S.: 
1980, Study of. 6:42 
Larce-Loss-or-Lire Fires (10 or More Deaths): 
Bradley Beach, N.J. (Hotel) (24). 2:57; 5:106 
Chicago, Ill. (Apartment Building) (10). 5:107 
Harrison, N.Y. (Hotel) (26). 4:44; 5:79 
Las Vegas, Nev. (Hotel) (85). 2:33; 3:42; 5:106; 6:55 
Mississauga, Ontario, Canada (Nursing Home) (25). 1:30 
New York, N.Y. (Manufacturing Plant) (1/). 2:30; 5:108 
Salt Lake City, Utah (Apartment Building) (12). 5:107 
Las Vecas, Nev.: 
Hotel Fire, Feb. 10, 1981. 3:44 
Hotel Fire, Nov. 21, 1980. 3:42; 5:106; 6:55 
“Learn Not To Burn” CurricuLum: 
MGM Grand Hotel Survivor Cites. 3:43 
Lerrers. 1:6; 3:5; 6:4 
Lire Sarery Cope: 
1981 Changes in, Means of Egress. 3:14 
Licurers, CiGARETTE: 
Butane, Fire Involving. 6:60 
Lint: 
Fire Involving. 4:27 
Fluorescent Light Ignites. 3:28 
Los ANGELES, CALIF 
Warehouse Fire, May 13, 1980. 6:60 
LovumsiANA 
Tank Farm Fire, August 1980, 2:30 
Train-Truck Collision, Fire, Nov. 25, 1980 
Lumber Yarp Fint 
Illinois, August 1980. 2:30 





Macniryinc Lamp: 
Cause of Fire. 6:19 
MAINE: 
Bowling Alley Fire, December 1980. 4:25 
Dwelling Fire, Feb. 1, 1980. 5:107 
Harness Race Track Fire, September 1980. 3:30 
Manufacturing Plant Fires: 
Automobile Parts, Michigan, February 1981. 4:28 
Baking Products, Kansas, September 1980. 3:28 
Boats, Bellingham, Wash., April 8, 1980. 6:59 
Building Materials, Utah, March 1981. 6:19 
Chemicals, Flixborough, England, June 1974. 1:55 
Chemicals, New Jersey, January 1981. 4:28 
Cigarette Lighters, Connecticut, April 1980. 1:23 
Cloth, North Carolina, November 1980. 3:28 
Cocoa, New Jersey, August 1980. 1:23 
Electrical Appliances, New York, State, May 1981. 6:19 
Electrical Equipment, Minnesota, January 1981. 6:20 
Electronic Equipment, New York State, November 1980. 3:29 
Electronics, New York State, Oct. 24, 1980. 6:60 
Fiberglass Products, Delaware, March 1980. 3:29 
Food, North Carolina, October 1980. 2:29 
Furniture, Pennsylvania, January 1981. 6:19 
Metal Products, New York, N.Y., July 25, 1980. 2:30; 5:108 
Paper, Connecticut, April 1980. 1:23 
Paperboard, Oregon, August 1980. 1:23 
Paper Products, Covington, Va., March 22, 1980. 5:108 
Paper Products, Tennessee, September 1980. 3:29 
Printing Plant, Wisconsin, February 1981. 4:27 
Roofing Materials, Irving, Tex., May 14, 1980. 6:59 
Rope, Massachusetts, October 1980. 2:29 
Textiles, North Carolina, February 1981. 5:22 
Vacuum Tubes, Utah, September 1980. 3:28 
MARYLAND: 
Dormitory Fire, July 1980. 1:21 
Residential Firesafety Program for Elderly. 1:70 
MASSACHUSETTS: 
Manufacturing Plant Fire, October 1980. 2:29 
Mercantile Building Fire, February 1981. 5:22 
Warehouse Fire, June 1980. 1:24 
MATTRESSES: 
Institutional, Fire Test of. 6:35 
Mepicat CENTER Fire: 
Pennsylvania, June 1980. 1:21 
Mempuis, TENN.: 
Firesafety Taught to Refugees. 1:27 
MERCANTILE Fire: 
Massachusetts, February 1981. 5:22 
METHANOL: 
Sparks from Train Collision Ignite. 3:31 
MGM Granp Hote Fire: 
Las Vegas, Nev., Nov. 21, 1980. 5:106; 6:55 
Preliminary Report. 2:33 
MICHIGAN: 
Automobile Fire, Sept. 7, 1980. 5:106 
Dormitory Fire, March 1981. 6:17 
Forest Fire, May 5, 1980. 6:59 
Foster Care Home "ire Nov. 30, 1980. 5:52 
Hospital Fire, Februa:, 981. 6:17 
Hotel, Fire, October 1980. 4:26 
Manufacturing Plant Fire, February 1981. 4:28 
Shopping Mall Fire, December 1980. 5:22 
Truck Repair Facility, February 1981. 4:27 
MILLINGTON, MIcH.: 
Automobile Fire, Sept. 7, 1980. 5:106 
MINNESOTA; 
Dwelling-under-Renovation Fire, June 1981. 6:20 
Manufacturing Plant Fire, January 1981. 6:20 
Showroom- Warehouse Fire, May 9, 1980. 6:59 
MississauGa, ONTARIO, CANADA: 
Nursing Home Fire, July 14, 1980. 1:30 
MIssissiPPI: 
Dwelling Fire, November 1980. 5:19 
School Fire, December 1980. 5:17 
Mosite Home Fires: 
Alabama, January 1981. 4:26 
New York State, November 1980. 5:22 
South Carolina, March 1981. 6:18 
Motion Picture Stupio Fire: 
New York State, July 1980. 1:24 
Mutti-Occupancy Fire: 
New York State, March 3, 1980. 6:45 
Mu ti-Use Faciiry Fire: 
Connecticut, July 1980. 2:29 
Muttipce-DeaTtH Fires, U.S.: 
1980, Study of. 5:74 
Mutuat A: 
Helpful in Multiple-Alarm Fires. 5:22 


N 


NAPERVILLE, ILL.: 

Boarding Home Fire, Oct. 4, 1980. 5:75 
NASA Space SHUTTLE: 

Fire Protection and Rescue Planning for. 4:34 


Navy Commissary Fire: 
Groton, Conn., July 13, 1980. 6:59 
Nevapa: 
Hotel Fire, Feb. 10, 1981. 3:44 
Hotel Fire, Nov. 21, 1980. 2:33; 3:42; 5:106; 6:55 
New HamPsHIRE: 
Race Track Fire, July 29, 1980. 6:45 
Tank Farm Explosion, April 29, 1981. 6:20 
New JERSEY: 
Chemical Plant Fire, January 1981. 4:28 
Food Additives Processing Plant Fire. 1:55 
Hospital Fire, November 1980. 4:25 
Hotel Fire, July 26, 1980. 2:57; 5:106 
Manufacturing Plant Fire, New Jersey, August 1980. 1:23 
School Fire, Jan. 16, 1980. 6:57 
School Fire, November 1980. 4:25 
Tenement Fire, January 1981. 4:26 
New York, N.Y.: 
Building-under-Construction Fire, Nov. 10, 1980. 6:61 
Manufacturing Plant Fire, July 25, 1980. 5:108 
Office Building Fire, June 23, 1980. 2:38; 6:59 
New York STATE: 
Building-under Construction Fire, November 1980. 3:31 
Dwelling Fire, Aug. 1980. 2:28 
Dwelling Fire, Nov. 9, 1980. 5:107 
Electronics Laboratory Fire, February 1981. 4:27 
Gas Station Fire, June 1980. 1:21 
Hospital Fire, July 1980. 1:20 
Hotel Fire, Dec. 4, 1980. 4:44; 5:79 
Manufacturing Plant Fire, July 1980. 2:30 
Manufacturing Plant Fire, May 1981. 6:19 
Manufacturing Plant Fire, Oct. 21, 1980. 6:60 
Manufacturing Plant Fire, November 1980. 3:29 
Mobile Home Fire, November 1980. 5:22 
Motion Picture Studio Fire, July 1980. 1:24 
Multi-Occupancy Fire, March 3, 1989. 6:45 
Office Building Fire, June 23, 1980. 6:59 
Radio Relay Station (Unattended) Fire, October 1980. 3:28 
Store Fire, August 1980. 1:23 
Warehouse Fire, Aug. 29, 1980. 6:60 
New ZEALAND: 
Sprinkler Trade-Offs in. 1:59 
Newark, DEL.: 
Automobile Assembly Plant Fire, June 10, 1980. 6:60 
Newton, lowa 
Apartment Building Fire, Dec. 5, 1980. 5:107 
NFPA 
New Education Section. 5:11 
New Headquarters Building in Quincy, Mass. 4:68 
Paul C. Lamb Award. 3:3 
NFPA ANNUAL MeetING, Eicury-Firtn, 1981. 5:88 
NFPA Appeats Procepures 
Changes to. 1:47 
NFPA Boarp oF Directors 
Action Taken by, to Strengthen Standards System. 1:44 
Report of. 1981. 5:89 
NFPA Boarp oF Directors MEETINGS 
Boston, Mass., Oct. 29, 1980. 2:2 
Dallas, Tex., May 17, 1981. 6:94 
Key Biscayne, Fla., Dec. 5-6, 1980. 3:111 
Quincy, Mass., June 16, 1981. 6:97 
NFPA Cones ano STANDARDS, GENERAL-INTEREST ITEMS 
Tuning up the System. 1:44 
NFPA Hearinc Procepures 
Changes to: 1:46 
NFPA PresipENtT 
Report of, 1981. 5:95 
NFPA Recucations GoveRNING COMMITTEE Projects 
Changes to. 1:45 
NFPA Stanparps Councit 
Reaffirmation of Duties of. 1:44 
Revisions to. 1:47 
NFPA Stanparps Counci. MEETINGS 
Boston, Mass., August 5-6, 1980. 1:66 
Boston, Mass., Jan. 7-8, 1981. 3:21 
Boston, Mass., Oct. 30-31, 1980. 2:19 
Quincy, Mass., July 8-10, 1981. 6:82 
NFPA TecunicaL Committee Reports 
Automatic Sprinklers for Dwellings, Fall 180 Report. 2:5 
Carbon Dioxide Extinguishing Systems, Fall 1980 Report. 2:5 
Chimneys, Fireplaces and Vents, Fall 1980 Report. 2:5 
Electrical Safety Requirements for Employee Workplaces, Pt I], Fall 1980. 2:6 
Facilities Handling Radioactive Materials, Fall 1980 Report. 2:5 
Fire Tests of Window Assemblies, Fall 1980 Report. 2:5 
Flammability of Wearing Apparel, Fall 1980 Report. 2:5 
Flammable and Combustible Liquids Code, Fall 1980 Report. 2:5 
Foam-Water Sprinklers, Fall 1980 Report. 2:5 
Gaseous Oxidizers, Fall 1980 Report. 2:5 
Grain Elevators and Bulk Grain Handling Facilities, Fall 1980 Report.2:5 
Halon 1211 Fire Extinguishing Systems, Fall 1980 Report.2:5 
Halon 1301 Fire Extinguishing Systems, Fall 1980 Report 
Health Care Emergency Preparedness, Fall 1980 Report 
Household Fire Warning Equipment, Fall 1980 Report. 2:5 
Identification Fire Hazards of Materials, Fall 1980 Report. 2:5 
Inhalation Anesthetics in Ambulatory Care Facilities, Fall 1980 Report 
Installation of Sprinkler Systems, Fall 1980 Report. 2:5 


Laboratories in Health-Related Institutions, Fall 1980 Report. 2:5 
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Life Safety Code, Fall 1980 Report. 2:6 
Liquid and Solid Oxidizers, Fall 1980 Report. 2:6 
Manual on Roof Coverings, Fall 1980 Report. 2:5 
Medical-Surgical Vacuum Systems, Fall 1980 Report. 2:5 
Mobile Foam Apparatus, Fall 1980 Report. 2:5 
Model Enabling Act, for Sale or Lease of Portable Fire Extinguishers, Fall 
1980. 2:5 
National Fuel Gas Code, Fall 1980 Report. 2:5 
Pesticides, Fall 1980 Report. 2:5 
Portable Pumping Units, Fall 1980 Reports. 2:5 
Protection of Buildings from Exterior Fire Exposures, Fall 1980 Rpt. 2:5 
Protection of Records, Fall 1980 Report. 2:6 
Public Fire Service Communications, Fall 1980 Report. 2:5 
Pyroxylin Plastic, Fall 1980 Report. 2:5 
Rack Storage of Materials, Fall 1980 Report. 2:5 
Removal of Smoke and Grease-Laden Vapors from Commercial Cooking 
Equipment, Fall 80 Report. 2:6 
Safe Use of Electricity in Patient Care Areas of Health Care Facilities, Fall 
1980 Report. 2:5 
Safe Use of High Frequency Electricity in Health Care Facilities, Fall 
1980 Report. 2:5 
Safeguarding Building Construction and Demolition, Fall 1980 Report. 2:5 
Spice Grinding Plants, Fall 1980 Report. 2:5 
Standard Symbols for Fire-Fighting Operations, Fall 1980 Report. 2:5 
Standpipe and Hose Systems, Fall 1980 Report. 2:5 
Storage of Ammonium Nitrate, Fall 1980 Report. 2:5 
Storage of Flammable and Combustible Liquids on Farms, Fall 1980 
Report. 2:5 
Storage of Rubber Tires, Fall 1980 Report. 2:5 
Testing Aerial Ladders and Elevating Platforms, Fall 1980 Report. 2:5 
NFPA Sranparps: 
10, Amended and Adopted in 1981. 5:25 
11A, Adopted in 1981. 5:25 
13A, Adopted in 1981. 5:25 
19B, Withdrawn, 1981. 5:25 
22, Adopted in 1981. 5:25 
24, Adopted in 1981. 5:25 
27, Adopted in 1981. 5:25 
70E, Adopted in 1981. 5:25 
75, Adopted in 1981. 5:25 
80, Adopted in 1981. 5:25 
81, Adopted in 1981. 5:25 
90A, Amended and Adopted in 1981. 5:25 
110, Returned to Committee, 1981. 5:25 
121, Adopted in 1981. 5:25 
292M, Withdrawn, 1981. 5:25 
502, Adopted in 1981. 5:25 
601, Adopted in 1981. 5:25 
601A, Adopted in 1981. 5:25 
664, Adopted in 1981. 5:25 
901, Adopted in 1981. 5:25 
902M, Adopted in 1981. 
903M, Adopted in 1981. 
904M, Adopted in 1981. 
1001, Adopted in 1981. 
1041, Adopted in 1981. 
1452, Adopted in 1981. 
1971, Adopted in 1981. 
1981, Adopted in 1981. 
NFPA TreasureRr: 
Report of, 1981. 5:93 
Nortu Carouina: 
Manufacturing Plant Fire, February 1981. 5:22 
Manufacturing Plant Fire, October 1980. 2:29 
Manufacturing Plant Fire, November 1980. 3:28 
Nursinc Home Fire: 
Mississauga, Ontario, Canada, July 14, 1980. 1:30 


oO 


Orrice Buitpinc Compcex Fire: 
California, January 1981. 6:18 
Orrice BuiLpinc Fire: 
New York, N.Y., June 23, 1980. 2:38; 6:59 
Ontario, CANADA: 
Hospital Fire, May 1980. 1:20 
OREGON: 
Dwelling Fire, June 1980. 2:27 
Manufacturing Plant Fire, Paperboard, August 1980. 1:23 
School Fire, July 30, 1980. 1:20; 5:68 
Store Fire, April 14, 1980. 5:114 
Tank Truck Fire, January 1981. 6:20 
Warehouse Fire, July 1980. 5:23 


P 


Paut C. Lams Awarp, NFPA. 3:3 
Pekin, ILL.: 
Power Plant Fire, Oct. 14, 1980. 6:59 
PENNINGTON, N.,J.: 
School Fire, Jan. 16, 1980. 6:55 
PENNSYLVANIA: 
Medical Center Fire, June 1980. 1:21 
Manufacturing Plant Fire, January 1981. 6:19 
Multi-Occupancy Fire, Jan. 12, 1980. 5:64 
Water Treatment Plant Fire, February 1981. 6:18 
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Pipe CHASE: 
Fire Spread up. 1:20; 3:46; 6:18 
PorTLAND, ORE.: 
Store Fire, April 14, 1980. 5:114 
Power Pant Fire: 
Pekin, Ill., Oct. 14, 1980. 6:59 
PREFIRE PLANNING: 
Prevents Hotel Disaster. 4:52 
PRINTING PLANT Fire: 
Wisconsin, February 1981. 4:27 
Project Home: 
Pilot Program for Residential Sprinkler System. 2:66 
PROPANE: 
Tank Explosion. 5:19 
PsyCHOLOGICAL TESTING OF Fire FicHters. 3:126 


Q 


Quesec, CANADA: 
Store Fire, October 1980. 3:27 


R 


Race TRACK Fires: 
Maine, September 1980. 3:30 
New Hampshire, July 29, 1980. 6:45 
Rapiant Heat: 
Fire Spread by. 2:30 
Mechanism of Vertical Fire Spread. 3:44 
Rapio ReLay STATION Fire: 
New York State, October 1980. 3:28 
RaiLroap Rouinc Stock Fire: 
Derailment, Fire, California, April 1980. 1:24 
RalIyarp Fire: 
Vapor-Cloud Explosion, E. St. Louis, Ill., 1972. 1:56 
REACHING THE PuBLic: 
EDITH Provides Focal Point for Fire Prevention Week. 3:11 
Making Good News Out of Bad. 1:11 
Making the Film Fire in America. 4:17 
New Education Section Can Help You “Reach the Public.” 5:11 
REFLECTIVE INSULATION: 
California Fires Involving. 3:84 
RESTAURANT Fires: 
MGM Grand Hotel, Las Vegas, Nev., Nov. 21, 1980. 2:33; 3:42; 6:55 
Washington, D.C., June 1980. 3:27 
Roor: 
Collapses During Fire. 1:23, 24; 6:59 
RutTLanp, VT.: 
Warehouse Fire, Feb. 5, 1980. 6:60 


S 


Satem, N.H.: 
Race Track Fire, July 29, 1980. 6:45 
Sat Lake Crry, Utan: 
Apartment Building Fire, Dec. 12, 1980. 5:107 
San Disco, Cauir.: 
Building-under-Construction Fire, March 29, 1980. 6:61 
Fireworks Explosion, July 30, 1980. 5:108 
High School Fire, Aug. 17, 1979. 1:49 
ScHOOL Fires: 
College Classroom Building, Colorado, October 1980. 5:17 
College-under-Construction, New York, N.Y., Nov. 10, 1980. 6:61 
Dormitory, Michigan, March 198]. 6:17 
Elementary School, E. Multonomak County, Ore., July 30, 1980. 5:68 
Elementary School, Illinois, Jan. 1, 1980. 6:45 
Elementary School, Mississippi, December 1980. 5:17 
Elementary School, New Jersey, November 1986. 4:25 
Elementary School, Oregon, July 1980. 1:20 
High School, California, June 7, 1980. 6:55 
High School, San Diego, Calif., Aug. 17, 1979. 1:49 
Private School, New Jersey, Jan. 16, 1980. 6:55 
SEATTLE, WASH.: 
Dwelling Fire, March 10, 1980. 5:113 
Se-r-CONTAINED BREATHING APPARATUS: 
Elevator Malfunction Prevented Replacement of. 2:42 
SHaFTs: 
Smoke Spread up. 6:55 
SHarts, VENTILATION: 
Fire Spread through. 6:55 
Sup Fire: 
Florida, October 1980. 5:23 
SHopPING CENTER Fire: 
Michigan, December 1980. 5:22 
SHowroom Fire, Retait CaTaoc: 
Minnetonka, Minn., May 9, 1980. 6:59 
SMOKE AND Fire Detectors, HouseHoop: 
Waking Effectiveness of. 4:86 
Smoke Detector Copes, MUNICIAL: 
Are They Adequate? 3:103 
SMOKING AND MATCHEs: 
Possible Fire Cause. 1:30; 5:19 
SMOKING IN Bep: 
Dwellings, Two Fires Caused by. 2:27 
Hospital, Fire Caused by. 2:27 





SMOKING MATERIALS: 
Careless Disposal of. 1:23 
Careless Disposal of, Fire Cause 
Fire Caused by. 2:45; 4:27; 
SOLVENT: 
Fire Involving. 6:20 
SoutTH CarROLina: 
Mobile Home Fire, March 1981. 6:18 
Space SHuTTLE, NASA: 
Fire Protection and Rescue Planning for. 4:34 
SPARK, FRICTION: 
Fire Started by. 6:20 
SPRINKLER PROTECTION: 
Survey of in New York High-Rise Buildings. 2:47 
SPRINKLER SYSTEM: 
Residential, A Pilot Program for. 2:66 
SPRINKLERS: 
Experience with Trade-Offs in Australasia. 1:59 
Fire Spread through Ducts. 4:28 
SPRINKLERS Not A FAcTor IN Fire: 
Building under Construction. 6:61 
Fire Too Small. 6:19 
No Sprinklers in Ductwork Where Fire Occurred. 4:28 
Not Yet Activated, Building under Construction. 3:31 
Obstructed. 3:29 
Shut Off. 2:30; 6:55, 60 
Shut Off During Building Construction. 6:60 


SPRINKLERS, SATISFACTORY PERFORMANCE. 1:23: 2:29, 30; 3:27; 4:27 


108; 6:19, 20, 60 
SPRINKLERS, UNSATISFACTORY PERFORMANCE: 
Damaged When Roof Collapsed. 6:59 
Explosions Damaged System. 6:60 
Fire Too Large for System. 5:17 
Inadequate Design for Hazard. 6:2 
Unsupervised, Alarm Inoperative. 5:17 
StaFF ACTIONS: 
Effective in Hospital Fire. 1:36 
Effective in Manufacturing Plant Fire. 1;23 
Improper During Hospital Fire. 1:30 
Starrway, OPEN: 
Fire and Smoke Spread up. 5:55 
Fire Spread up. 2:57; 4:26; 5: 
STAIRWAYS: 
Fire and Smoke Spread up. 
Fire Spread up. 3:46 
Smoke and Flame Spread up. 
Smoke Spread up. 3:43 
STANDARDS DEVELOPMENT: 
Recent Legal Developments in. 
Static ELecrricity: 
Fire Caused by. 4:28 
Store Fires: 
New York State, August 1980. 1:23 
Portland, Ore., April 14, 1980. 5:114 
Quebec, Canada, October 1980. 3:27 
Wisconsin, January 1981. 6:18 
Stove Fires: 
Impropery Installed. 3:27 
Wood-Burning, Ignited Wood Flooring. 5:108 
Wood-Burning, Improperly Vented. 5:22 
Stove Pipe, OvERHEATED: 
Possible Fire Cause, Virginia, December 1980. 5:19 
Sun: 
Fire Cause, New York State, May 1981. 6:19 


i 


TANK FarM ExpLosion AND Fire: 
New Hampshire, April 29, 1981. 6: 
TANK FarM Fire: 
Louisiana, August 1980. 2:30 
TANK TruCK Fire, FLAMMABLE Liguip: 
Gasoline, Oregon, January 1981. 6: 
Tank, Apove Grounp: 
Fire Involving. 5:75, 198 
TANK, UNDERGROUND: 
Explosion, Fire, New Hampshire, April 29, 1981. 
TENEMENT Fire: 
Massachusetts, February 1981. 
New Jersey, January 1981. 4:26 
TENNESSEE: 
Dwelling Fire, December 1980. 
Firesafety Taught to Refugees. 1: 
Manufacturing Plant Fire, September 1980. 3:29 
Texas: 
Country Club Fire, January 1981. 5:17 
Manufacturing Plant Fire, May 14, 1980. 6:59 
Warehouse Fire, February 1981. 6:20 
TEXTILE-MANUFACTURING PLANT Fire: 
North Carolina, February 1981. 5:23 
To.epo, Onto: 
Fire-Cause Patterns, in. 3:52 
TRAIN Fires: 
Collision, Vancouver, B.C., Canada, December 1980. 3:30 
Derailment, Fire, California, April 1980. 1:24 
Train-TrRucK COLLision, Fire: 
Kenner, La., Nov. 25, 1980. 5:109 


TRANSPORTATION: 

Responding to Hazardous Materials Emergencies. 4:123 
Truck Repair Facivity Fire: 

Michigan, February 1981 :27 
Taruck-TRain Couuision Fire: 

Kenner, La., Nov. 25, 1980. 5:109 


U 


UNDERGROUND LEAKAGE: 
Corrosion, Its Causes and Prevention. 3:61 
Detection of. 4:95 
UNpERGROUND LEAKAGE OF Hyprocarspons. 2:91 
Unitep States Fire Experience; 
1980, Methodology for Study of. 5:113 
1980, Study of. 5:60 
Unrrep STATEs: 
Fire Loss, 1980, Study of. 5:60 
Large-Loss Fires, 1980. 6:42 
UraH: 
Apartment Building Fire, Dec. 12, 1980. 5:107 
Manufacturing Plant Fire, March 1981. 6:19 
Manufacturing Plant Fire, September 1980. 3:28 


Vv 
VAN 

For CAT Scanner, Fire in, California, June 1980. 2:27 
Vancouver, B.C., CANapa: 

Train Collision, Fire, December 1980. 3:30 
VAPORS: 

Flammable, Fire Cause. 2:29 

Lacquer, Ignited by Welding. 2:30 
VERMONT: 

Warehouse Fire, Feb. 5, 1980. 6:60 
VerticaL Openincs (See Also Stairways); 

Elevator Shafts, Fire Spread up. 2:3! 

Elevator Shafts, Smoke Spread up. 3:43; 5:106 

Fire Spread up. 3:46 

Seismic Joint Shafts, Fire Spread up. 2:35; 6:55 

Shafts, Fire and Smoke Spread up. 3:43; 5:106 

Stairways, Fire Spread up. 2:35 

Stairways, Smoke Spread up. 3:43 

Unprotected, Factor in Fatal Fire. 5:106 
VIRGINIA: 

Dwelling Fire, December 1980. 5:19 

Dwelling Fire, January 1980. 4:26 

Manufacturing Plant Fire, March 22, 1980. 5:108 


W 
Watt, Fire-ResisTant 
Lack of, Factor in Fire. 3:42 
WALLs: 
Nonfirestopped, Fire Spread through. 6:55 
WAREHOUSE Fires: 
Aircraft Parts, Los Angeles, Calif., May 13, 1980. 6:60 
Baled Paper, Texas, February 1981. 6:20 
Bulk Mail, Rutland, Vt., Feb. 5, 1980. 6:60 
Chemicals, Chicago, Ill., Aug. 26, 1980. 6:60 
Furniture Storage, California, December 1980. 4:28 
Groceries, New York State, Aug. 20, 1980. 6:60 
Household Items, Massachusetts, June 1980. 1:24 
Minnetonka, Minn., May 9, 1980. 6:59 
Moving and Storage, California, September 1980 3:30 
Steel, Oregon, July 1980. 5:23 
WareHouse-GaraGe CoMPLEX Fire 
Alberta, Canada, November 1980. 3:30 
WASHINGTON STATE 
Dwelling Fire, March 10, 1980. 5:113 
Manufacturing Plant Fire, April 8, 1980. 6:59 
Wasuincton, D.C.: 
Hospital Fire, Jan. 10, 1977. 1:36 
Restaurant Fire, June 1980. 3:27 
Water TREATMENT PLANT Fire 
Pennsylvania, February 1981. 6:18 
WELDING 
Fire Caused by. 2:30 
WELDING AND CUTTING 
Fire Caused by. 5:23, 108, 114; 6:59 
West VircINIA 
Coal-Separating Plant Fire, July 1980. 3:27 
WILuiaMsport, Pa.: 
Multi-Occupancy Fire, Jan. 12, 1980. 5:64 
WinD 
Factor in Fire Spread. 3:31; 5:19 
Fire Spread by. 1:23 
Windows 
Covered by Grate and Plywood, Hampered Fire Fighting. 2:29 
WISCONSIN: 
Printing Plant Fire, February 1981. 4:27 
Store Fire, January 1981. 6:18 
Woop-Burninc STOVE 
Fire Involving. 5:108 
Improperly Vented, Fire Caused by 
Woopb-SHINGLe Roors 
Fire Involving. 6:61 


FIRE JOURNAL — JANUARY 1982 





Babrauskas, Vytenis. 
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Gemini Scientific (RSC 29) 

Grinnell Fire Protection Systems Co., Inc. (RSC 13) 

Grinnell Fire Protection Systems Co., Inc. 
(RSC 14) 

National Fire Protection Association (RSC 

National Foam System, Inc. (RSC 17) 

Nittan Corporation (RSC 18) 

OCV Control Valves (RSC 19) 

Pyrotronics (RSC 21) 

Sealant Equipment Company (RSC 23) 

3M Company (RSC 24) 

Tri-Data Corporation (RSC 25) 

Victaulic Company of America (RSC 26) 

Viking Corporation (RSC 27, 28) 

Won-Door (RSC 30) 


Complimentary Sets of Fire Journal Covers 


A limited number of sets of covers of the six issues 
of FIRE JOURNAL issued in 1981 are available without 
charge to NFPA members. If you wish a set, please 
notify the Editor of FIRE JOURNAL. 
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